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GEO. V. CRESSON CO., 
POWER TRANSMITTING MACHINERY, 

I8TH STREET AND ALLEGHENY AVENUE. 

-- 


Philadelphia , Pa .,. 



W? acknowledge receipt of your 
esteemed order of the7U-.//J- 
which shall have prompt a?id careful attention. 

Thanking you for the same , we are , 

Very respectfully , 

GEO. V. CRESSON CO. 

Per ». 
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[Abstract:] Ack’g receipt of order of 12” inst. No. 115. 

Geo. V. Cresson Co., 

Power Transmitting Machinery, 

Philadelphia, Pa., 

August 14, 1893 

The Mint of the United States 
Philadelphia, Pa. 

Gentlemen 

We acknowledge receipt of you esteemed order of the 12” inst. No. 115 which shall have 
prompt and careful attention. 

Thanking you for the same, we are, 

Very respectfully, 

Geo. V. Cresson Co. 

Per. L.C.R. 



